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The goal of the symposium was to examine the state of technology of all areas of 
ma tmrtir susnension and to review recent developments in sensors, controls, 
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included 18 sessions in which a total of 53 papers were presented The technical ^sessions 
covered the areas of bearings, controls, modeling electromagnetic launch .magnetic 
suspension in wind tunnels, applications, flywheel energy storage, rotating machinery, 
vibration isolation, and maglev. A list of attendees begins on page mil 

The first symposium in this series was organized by NASA Langley Research Center 
and held at Laneley Research Center, Hampton, Virginia, on August 19-23, 199i. ine 
Proceedings ; oW&st symposium are available as NASA Conference ^bhcahon NASA 
CP-3152, Parts 1 and 2. The second symposium m the series, also «pmadby NASA 
Langley Research Center, was held at The Westin Hotel m Seattle, Washington on 
Aueust 1 1-13 1993 The proceedings of the second symposium are available as NASA 
Conference Publication "nASA CP-sV Parts 1 and i fh f tod symposium . org^dby 
NASA Langley Research Center and hosted by the Rational High Magnetic Field Laboratory 
was held at The Holiday Inn Capital Plaza in Tallahassee, Flonda on December 13-15, 1 J9D. 
Tht nroceedings of the third symposium are available as NASA Conference Publication 
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POSSIBILITY OF EXISTENCE OF NON-LINEAR ELECTROMOTIVE FORCE (EMF) 
Osamu Ide, Clean Energy Laboratory, Tokyo, Japan 

ABSTRACT 

is well known that a conventional Faraday electromotive force (EMF) is proportional to the time 
derivative of the magnetic flux. The author made a prototype of a motor driven by the current 
discharged from the capacitor of an LC circuit and performed an investigation of its characteristics, 
experimentally and theoretically. The results - when motor drive units of a specific design are installed 
to drive the motor - confirm the phenomenon that unknown EMF components are created and that these 

in not be explained only with the conventional Faraday EMF model. 

The unknown EMF is, for the most part, proportional to a function of the second-order time derivative 
of the magnetic flux applied. It is also evident that there is even a possibility of the existence of 
components that are dependent on the third-order, or higher, time derivatives of the magnetic flux 
applied. Furthermore, it must be noted that the direction of the EMF generated is always in the direction 
accelerates the current flow discharged from the circuit. 



INTRODUCTION 



In a previous work 1, it is reported that a motor driven by the current discharged from an LC re 
circuit, indicates the creation of an anomalous EMF when the magnetic fields generated from the coil 

ts which are composed of such motor drive units are set to repel each other (repulsion mode), 
together with the fact that the EMF created is in the direction to accelerate or encourage the discharged 

:ent. The results obtained in previous work suggest the existence of a positive EMF that is 
substantially different in nature from the conventionally known back-EMF. In addition, the results of a 
theoretical analysis which was done based on a computer simulation also support the assumption that 

is positive EMF is the result of some anomalous phenomenon that is outside the range that can be 
explained by the conventional Faraday's law. 



vestigation 



is made of the results obtained in the 



In the previous study, the positive EMF was observed only when the magnetic fields generated from 
each motor driver unit composed of a pair of the single-coil units are set to repel each other. (Repulsior 
mode). A double-coil unit, which is somewhat different from the single-coil ones previously used in tl 
design, was also used for this research. In all other respects the prototype motors were identical. 



The: 



notor prototype used in both studies has two sets of drive units, each of which is installed 01 
of the motor. Each drive unit is composed of a pair of driving coils with coaxial alignment i 
o-face configuration so the pair sandwiches the rotor along the horizontal plane of the motoj 



:d will be in the opposite 



Each of the double-coil units making up the drive unit used in this study is composed of two coils, an 
inner coil and an outer coil, being connected in series with each other and sharing a common center, and 
has a total of three paramagnetic core plates that are made of Permalloy 45. One of the core plates is set 
in the common center position of the coil unit, and the other two are set in the spaces between the inner 
and outer coils. The motor using the double-coil units displays the existence of a positive EMF of a 
significantly higher voltage compared with the EMF values obtained in the previous study. It is also 
possible that a slight repulsion force exists between the inner and outer coils of the double-coil unit. 

On the other hand, the theoretical equations used for the computer simulation and theoretical analysis 
were projected to a higher level of precision than in the case of the previous study. In that work, the 
computer-simulation analysis was made on the supposition that the inductance of the coil varies in 
approximation depending upon the position of the cores according to a first-order algebraic equation. 
However, such a first-order approximation is effective only when the motor's rotation speed is in the 
low range. It is speculated that, as the motor's rotation speed increases, the obtained inductance value to 
be input to the simulation equation would greatly deviate from the corresponding experimental values. 

In contrast to that, this study features that a third-order equation for the time derivative of magnetic 
inductance should be introduced to replace the simple first-order equation used in the previous study. 
The introduction of the new, improved equation allows the calculated inductance values to very closely 
match the corresponding measured values. This, in turn, enables the author to perform a computer 
simulation on EMF with a higher degree of precision. Consequently, the theoretical analysis by the 
computer simulation resulted in substantially more precise EMF values compared with those of the 
previous case study, which is based simply on Faraday's law in an unmodified form. The accuracy of 
the theoretical analysis based on the new approximation equation indicates an improvement of nearly a 
hundred-fold. 

Computer-simulation analysis based on the new equation was made also on the result of the previous 
study that used a single-coil type. The degree of deviation was represented by the difference of the 
values that were obtained in the experiment from the theoretical values. 

The deviation between the experimental and theoretical values and the ' 
inductance were used to evaluate the level of unknown EMF that 
result was obtained after performing this evaluation. 

In the previous study in which single coils were used, the unknown positive EMF was observed only 
when the magnetic fields generated from a motor drive unit were in repulsion mode. However, in this 
study, a positive EMF - although it was less intense - was observed even when the magnetic fields from 
a drive unit are set in attraction mode. Thus, when a drive unit using the double-coil units is in repulsion 
mode, the anomalous EMF will appear more conspicuously for easier observation. Based on the above, 
it is speculated that such phenomenon could occur in any type of electromagnetic system, 
(rnotor.generator .transformer etc.) as well as that it might be too weak to be detected because the 
intensity level of such components is much lower compared to that for conventional Faraday EMF. 



The intensity level of the unknown EMF also varies depending on the time derivative of inductance, 
indicating an upward curve of a nonlinear nature. The fact that a certain amount of order is observed in 
the obtained deviation data means that the data obtained is a significant indication of the existence 
of the unknown factors. 

In other words, there is a possibility that there could be additional non-linear components that have not 
yet come to the attention of the academic community. The conventional Faraday EMF is only indicative 
of the linear component. 



DESCRIPTION OF THE MOTOR PROTOTYPE USED FOR THE RESEARCH 

The basic electrical circuit of the motor drive unit of the motor prototype is shown in Fig.l. Two 
motor drive units are installed on the motor prototype system used for the experiment. The current 
discharged from capacitor C, whose initial voltage is +V , runs through the components composing the 
circuit. Each motor drive unit installed on the stators is made up of a pair of coil units (L„ L 2 ). 





A simplified circuit diagram that is equivalent to the circuit described above is shown in Fig. 2. The 
resultant value L of the inductance of L, and L 2 is intrinsically variable, because it is influenced by the 
position of core plates M on the rotor when the paramagnetic core plates are moved by the attraction 
force applied by the motor drive units. 

A photograph and an illustration of the configuration of the whole the motor prototype system used for 
experiment is shown in Fig. 3(a) and Fig. 3(b). The system is an embodiment of the circuit diagram 
shown in Fig. 1. It is a motor that allows continuous operation. Core plates M, and M 2 made of a 
paramagnetic substance Permalloy45 are installed on the rotor disk. The rotor disk is started by driving 
an auxiliary DC drive motor. The rotation rate can be set to a desired value over a wide range by setting 
the attached speed controller, and the rate is indicated on the tachometer. 

Each motor drive unit is composed of a pair of the coil units, (L„ L 3 )and(L 2 , L 4 ). The magnetic fields 
that are generated from each drive unit can be set to either attraction mode (N-S, N-S) or repulsion 
mode (N-S, S-N). 

A set of the rotary contact units installed on the axis of the rotor is used to switch the circuit for 
charging or discharging. It is set in series in the circuit of each mode. It is designed so that the SCR 
will become ON after the rotary contact units are set to ON; and so that the rotary contact circuit will 
become OFF after the SCR is set to OFF when the sign of the recharge voltage is reversed. In the result, 
the SCR is protected from malfunctioning. 



Two motor drive units composing of four coil units are installed or 
coil unit has two coils.) The two paramagnetic cores M, and M ; 
degrees around the perimeter of the 



two stators of the motor. (Each 

installed at an interval of 180 

disk which is installed between the two stators. See reference 




ze they ar 



>r and of the paramagnetic 



It is known that the values of the resultant inductance of the four coils L„ L 2 , L 3 and L 4 , will reach a 
maximum when the paramagnetic cores on the rotor are at a certain angle. The angle is called "the 
Reference Point". There is a slight difference in the position of the reference points between attraction 
mode and repulsion mode (Fig.l). 



In this research, two types of motor drive unit were examined to compare their performance, one using 
the newly developed double-coil units, and the other using the single-coil units tested in the previous 
research. A cross sectional view and a plan view of the double-coil unit, are shown in Fig. 4(a) and 
Fig.4(b). 



The double-coil unit is composed of two coils, an inner coil and an outer coil. The magnetic fields 
generated from the two coils seem to repel each other, due to a design effect. It should be noted that two 
paramagnetic core plates of each double-coil unit are vertically installed in the spaces between the inner 
and outer coils. The core(s) of each coil are made of paramagnetic substance Permalloy 45 that is 
common to that of the rotor's cores . 

The value Q of the double coil is intentionally set to a value equal to that of the single coil used in the 
previous research to check the effect of the newly-developed paramagnetic core plates inserted between 
the inner and outer coils. This means that the values of L and R of the two types of coil unit are 
approximately equal to the "discharge initiation point" which is described below. 



EXPERIMENTAL METHOD 

The relationship of the resultant inductance of all the coils existing to the position of the core plates, is 
shown in Fig. 5. Measurement of the inductance was done using a LCR meter. The values of the 
attraction force acting on the paramagnetic cores of the rotor were also measured so as to obtain the 
values to be used for reference. 

From the curve to indicate the relationship between the resultant inductance (mH) and the relative 
position (mm) of the paramagnetic cores on the rotor's peripheral to the reference point, it can be seen 
that the resultant inductance of the coils gradually increases as the cores get closer to the coil units of 
the motor drive units under the influence of the attraction force applied. It is also known from the same 
curve that the value of the inductance will reach a maximum and that the torque acting on the rotor will 
become zero (gram meter) at the reference point (x = mm). Incidentally, a back torque is generated if 
the core goes into a negative coordinate range by passing over the reference point. 




m the capacitor will be initiated when the paramagnetic core reaches 
distance D (mm) from the reference point. The distance D is called the "discharge i 
point is located near the position where it is observed that the maximum torque a 
discharge initiation point had been set to a position where the paramagnetic 
the reference point during the discharging period of a half cyi 

maximum rotation speed required for the measurement. By taking such measures, it is impossible for 
the rotor to receive any back torque. 



in point in the 
>n point". This 



n when the rotor reach the 



changes of the discharge ci 



Fig. 6 shows that the waveforms to represent the 
capacitor voltage when the motor is in operation. 

(1) The capacitor is charged to a voltage +V from the positive (+) terminal of a dc pows 

(2) When the rotor core gets close enough to the stator core to raise the voltage to " 



it and the 




level of the 
point, SCR3 will be set to 
ON to initiate a discharge from the capacitor 
for the period of a half cycle (T/2). 
Subsequently the capacitor will be recharged 
to voltage -Vr. 

(3) SCR2 is set to ON, and the capac 
charged to voltage -V from the negative (•-) 
terminal of a dc power source 

(4) SCR4 and subsequently SCR1 are set to 
ON, and the equivalent steps will be 
performed likewise in the discharging process 
in the opposite direction. 



Thus the positive and negative discharging 
processes are repeated alternately in each cycle 



errors, measurements were made 16 tii 
of the positive and negative discharge pi 
adopted as the measured value for each rotation rate. 



The absolute values of +Vr and -Vr corresponding to the desired rotation rate n (rpm) of the rot 
measured experimentally. Each desired rotation rate was reached by starting from a standstill. 

In order to minimize the effect 
rotation rate, namely, eight 
average value of the 16 dati 

The capacitance C of the capacitor used was 15.87 micro F, and the initial charge voltage V was set to 
±240 V. Measurement of the capacitor's voltage was done using a high impedance probe of 200 M 
ohms (dc - 15 kHz), and the intensity of the current was measured using a clamp-type probe. The 
waveforms to indicate the changes of the capacitor voltage and of the discharge current were 
continuously recorded using an oscilloscope with a digital memory. The measured data stored in the 
memory was then transmitted to a computer via a GP-IB mode line to be used as the input data for the 
theoretical analysis. 

THEORETICAL ANALYSIS 

A. The function of time on the inductance of the coil, to be derived from the approximation of the 

One of the major purposes of performing a theoretical analysis in this research is to derive a function 
for time from the inductance of the coil in the state that the rotor is moving. It is first necessary to derive 
a function for the position of the rotor (x) from the resultant inductance of the coil (L), based on the 
measured data. 

Fig. 5 shows the measured data indicating the re 
of the rotor (x). Based on the data, an attempt w; 

is of theoretical analysis. In order to improve the level of precision, the assumption 



made that L (mH) is a function of the 3rd order i 
instead of the straight line approximation (first < 



s of x (mm) for approximation (the equation (1)), 
;r series) which was employed in the previous study. 



Where, x (mm): position of the rotor 

A , .... , A 3 : Approximate values of the coefficients calculated from the measured values (L - x) 
(by the least squares method) 

The relationship of the speed of re 
The relationship of the rotation spei 
oftherotorislOOOmm. 



= (1000 x n) I 60 (mm/s) 



t (s): Time elapsed after the discharge is initiated 



The equation (4) of the inductance L as a function of til 
(3): 



is derived from relationships (1), (2) and 



B = (A, + A l D + A 2 D 2 + A 3 D 3 ) x 1(T 3 
B,={ (-A, -2A 2 D-3A,D 2 )xv}xW- i 
B 2 ={(4 + 3^)xv 2 }xl0" 



The first order time derivative of the inductance (dL/dt) and the second order time derivative oi 
the same are given by the relationships (5) and (6), respectively, being derived from the relation (4). 



= B t +2B 2 t +3B 3 r 
Y = 2B 2 +6B,t 



(H/sec) 
(H/sec 2 ) 



B. Equation to express the capacitor's voltage as a function of the elapsed time after discharge is 
initiated 

The voltage V L between the coil's two terminals (Fig. 2) is expressed by (7), which is derived from 
Faraday's law and relationships (4) and (5). 



= (B +B l t + B 2 t 2 +B/)j t +(B l +2B 2 t + 3B 3 t 2 )i (Volt) (7) 

Where, i (Ampere): Discharge current 

The voltage between the capacitor's terminals Vc and the voltage between the terminals of the 
ig of the circuit V R , are given by (8) and (9), as functions of the capacitor C (Farad) 



(Volt) 
(Volt) 



The following relationship (10) is obtained based on Kirchhoffs law and relationships (7), (8) and (9). 
= ( Bq+Bjt + Bf+B/ )~ + (B l +2B 2 t + 3B 3 t 2 + R)i (10) 



METHOD OF EVALUATION 

The unknown EMF (V P ) is expressed by (11), which is estimated from the recharged capacitor's 
voltage based on the assumption that an EMF other than Faraday's EMF exists. 

V P = [Measured value of Vr] - [Theoretical value of Vr] (11) 

Where, Vr: capacitor's recycle voltage shown in Fig. 6 

It is absolutely necessary to obtain the curve 
(V P ) and the inductance's time derivative to use 
so, it is necessary to take the following steps: 

(a) Obtain the measured value of Vr corresponding to each rotation rate for experiment, first. 

(b) Calculate the theoretical values of Vr corresponding to each rotation rate for experiment, by 
solving the equation (10) for Vc. The solutions of the equation are obtained by performing the 
following substeps (bl), (b2) and (b3): 

(bl) Calculate the value of resistance loss R from the values of V and Vr 

measured at n = 0, and from the integrated value of the square of the current ffdt 
curve (current value) which had been obtained by m 



[byth 



equation(6) in the reference) 1)] 



(b2) Calculate the theoretical value of the capacitor's voltage Vc from the equation (10) using 

the Runge-Kutta method, while setting the initial conditions to t = 0, Vc = V and i = 0, 

respectively. 
(b3) Calculate the theoretical value of the recharged capacitor's voltage Vc to obtain the value of 

Vr at the time when the value i becomes zero again, after the discharge period for a half 

cycle is completed. 
And calculate the value of Vp from the equationjl 1). 

(c) Calculate the values of the first-order time derivative (dL/dt) and the second-order time derivatives 
(d 2 L/dt 2 ) of the inductance for each rotation rate which is measured for experiment, at the moment 
when the discharge process is completed (t = T/2), from (5) and (6). 

(d) Make graphs by plotting the values obtained in the above step (c) on the horizontal axis and the 
values Vp corresponding on the vertical axis. The graphs thus obtained are supposed to be the 
curves to represent the relationship of the unknown EMF to the inductance time derivatives of the 
first order and second order. 



RESULTS 

The results of the research are shown in Fig. 7, Fig. 8 and Fig. 9. Fig. 7 shows the curves indicating 
the dependency of the unknown EMF (V P ) upon the time derivative of the inductance (dL/dt). Both of 
the EMF curves obtained has a rising inclination of a non-linear nature, whether or not it is in attraction 
mode or repulsion mode, and regardless of whether it is a single-coil unit or a double-coil unit. 

Fig. 8 and Fig. 9 show the curves indicating the dependency of the unknown EMF (V P ) upon the 
second-order time derivative of the inductance of the coil (d 2 L/dt 2 ). Fig. 9 is an enlargement of the area 
near the origin of the x-axis shown in Fig. 8. Regardless of the conditions of the experiment, the curves 
obtained are rising curves of a non-linear nature, indicating patterns, which is significantly different 
from those shown in the Fig.7. 

The results obtained indicate that the EMF value V P always stays in the positive range and never 
becomes negative. The sizes of the absolute values of V P obtained were in the following order based on 
the experimental factors; (a) > (b) > (c) > (d) [case (a) is the largest, (d) the smallest]. Here, (a) the 
double-coil unit in repulsion mode, (b) single-coil unit in repulsion mode, (c) double-coil unit in 
attraction mode, (d) single-coil unit in attraction mode. 
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CONSIDERATIONS 

There is a point that could be misunderstood with respect to this research. Let us consider an 
interpretation to introduce the possibility that the anomalous voltage (EMF) occurs because part of the 
kinetic energy of the rotor is converted into electrical energy. It is discussed in the following and proof 
is given that such an interpretation is wrong. 

In order for the phenomenon of the above claim to occur, the rotor of the motor should rotate in the 
direction against the coil's attraction force during the capacitor's discharging process, under the 
conditions that an external force is being applied, while the system is in operation as a generator instead 
of a motor. However, it is obvious that the rotor can never be in such a condition under the 
circumstances of this experimental system. Consequently, it was confirmed that the rotor never receives 
a repulsion force during the said discharge process of the capacitor, while it could receive an attraction 



If the rotor's rotation rate is veiy high and th 

capacitor discharge process, back torque will 

situation it is possible that the author's claim could be refuted. But the experimental hardware used 

this research was designed such that it never passed the reference point as long as the rotation rate stays 

below a certain level assumed for the me The maximum r< 

The maximum rate was set to a desired value by adjusting the discharge initiation point of each double 

coil. The above discussion should be enough to make this clear. 

Another example of a common misinterpretation of the anomalous EMF observed is the hypotlw 
the resistance loss of the coil had been decreased by a certain degree at higher speeds of r 
Possible factors for this loss of coil resistance, such as copper losses (due to the skin effect), eddy 
current losses and hysteresis losses were considered and examined. It is known that 
increase, as the frequency of the discharged current becomes higher. However, in the case of this 
experiment, it was discovered that the inductance of each coil increases due to the displacement of the 
coils during the discharge process, so that the frequency of the current will become slightly lower. 
Consequently, the coil's resistance loss could be reduced by a very small degree. 

However, it is hard to regard this as the real cause of the anomalous EMF in question. The reason is that, 
if it is the cause, the largest value of the anomalous voltage EMF would be observed in 
mode of the motor drive unit using single coils, in which the highest increase in the rate 
was observed (Fig. 5). However, the experimental results shown in Fig. 7 and Fig. 8 indicate an 
entirely opposite situation that the highest anomalous EMF is observed in the repulsion mode of the 
double coil, in which the lowest increase in the rate of inductance was observed. Therefore this 
hypothesis must also be turned down. Thus it is concluded that the only reasonable hypothe 
remaining to effectively explain the anomalous phenomenon in question is to recognize the existence 
an unknown EMF which is observed with the coils installed on each of the motor drive units of the 
motor. (Refer to (1)) 

Fundamentally, almost all aspects of this research are identical as those in the previous study described 
in reference (1) in terms of the experimental procedures and the experimental hardware system. The 
only difference in respect of the hardware system is the use of the motor drive unit composed of the 



newly-developed double coils, in addition to the case when the motor drive unit composed of the single 
coils was used. The results of the research under such conditions confirmed that a positive EMF had 
occurred whether the motor drive units were in attraction mode or repulsion mode. 

In addition to the results obtained in the previous study, further characteristics of the EMF were 
uncovered after performing theoretical analysis based on a computer simulation of a higher level of 
precision. The resulting data from the simulation was compared to the experimentally measured values 
for the four categories of the experimental conditions. 

Generally speaking, given the supposition that the conventional hypothesis is correct it could be 
considered that the difference (V P ) of the measured value from the theoretical value, which is calculated 
from the simulation, is due to measurement errors or noise. In that case, it is customary that the sign of 
the deviation values of the measured values V P from the corresponding theoretical values vary randomly, 
both in a positive and a negative direction. 

However, the opposite conclusions were reached through the experiments performed in this research. 
Namely, value V P is always positive and has a tendency to increase in a certain relationship with the 
rotation rate. This fact implies that certain physical factors that are unknown or cannot be explained as 
yet, are involved with the observed phenomenon. 

With respect to the motor used in this experiment, it is possible to express its rotation rate in terms of 
the time derivative of the inductance of the coil (dL/dt). As is indicated in Fig. 7, the unknown EMF 
(V P ) is proportional to a non-linear function of dL/dt. 

If it should be subject to Faraday's EMF law, V P must be proportional tc 
according to Equation (7). On the other hand, if in the reality it is of a non- 
second and/or higher order time derivatives according to equation (12). 



dt 2 ' 



_ d 2 (Li) _ 



dt 2 



dt 2 



dt dt 



Furthermore, the measured values V„ versus the calculated second-order time derivatives of the 
inductance (d 2 L/dt 2 ) are plotted in Fig. 8 and Fig. 9. The results show that all of the curves obtained 
have identical characteristics of an incremental tendency of a non-linear nature. Particularly in the case 
of attraction mode combined with the newly introduced double coils, beautiful curves were obtained 
from the mathematical standpoint, at any rate (Fig. 9(c)). This fact emphasizes that V P is an unknown 
EMF having ce 



In addition, the fact that V P is still in a 
inductance d 2 L/df . implies that even 
i question. 

I from the above, there is a possibility that the general form of the EMF is represented by an 
infinite series composed of the higher order time derivatives of magnetic flux, as shown by the equation 
(13). 



emf = k ®-k™ + k 2 ^-~kJ 
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In (13), the only terms which are already acknowledged, are the first term K O corresponding to the 
unipoli induction and the second term (K,=l) corresponding to the Faraday EMF which is familiar to 
us in the aspect of power generation. The other 3rd, 4th, 5th... terms remaining, correspond to those of 
the unknown EMF which are discovered and discussed in this study. 

What is important is that the phenomenon to indicate an anomalous EMF is observed even with a coil 
which is in a magnetically unsaturated state. It is suspected that the higher time derivative components 
of the non-linear terms of the EMF exist in any electromagnetic system that is in operation to some 
extent. However, in the past research of this field these components had been assumed to be 



>f nature, it seems more reasonable to think 
e, instead of purely linear ones. 



When recalling the fact that EMF is a physical phcnomenoi 
in that way that EMF has characteristics of a non-linear nati 



CONCLUSIONS 

Phenomena in a motor driven by oscillating current generated from a circuit composed of a capacitor 
and a coil were studied. It was observed that the capacitor's voltage was reversed to the opposite 
polarity by a half cycle after the start of the discharging process. The reversed voltage was used as the 
reference value to make comparisons of the experimental data with the theoretically estimated values 
obtained according to Faraday's law by computer simulation. Experiments were performed in four 
categories by changing between single coils or double coils and changing the motor drive units between 
attraction and repulsion modes (the directions of the magnetic fields). 

Consequently, the following conclusions were confirmed: 

1 . The absolute values of the measured data always exceed the corresponding theoretical values 
obtained from the Faraday's law model in each of the four cases. This suggests that a positive 
EMF be always created hi the motor. 

2. A much stronger positive EMF is observed when the drive units are in repulsion mode 
compared to attraction mode. 

3 . The positive EMF observed experimentally can be represented in the form of a non-linear 
function of the time derivative of the inductance. 
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